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ASSUMPTION CHURCH 
The Church of the Assumption B. V. M. was 
constructed in the year 1880 by Fr. S. Moretti 
O.S. M. and the famous saintly Fr. Tom O.S. M., 
the Servite who cured many a Chicagoan 
with the Relic of St. Philip Benizi. The church 
is a downtown devotional church, located two 
blocks north of the Merchandise Mart, the 
largest building in the world. 


PLACE 
ONE CENT 
STAMP 
HERE 


D 


D 



